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PART II - MISCELLANEOUS NOTIFICATIONS OF INTEREST TO THE PUBLIC 


- - X - - 


NOTIFICATIONS BY HEADS OF DEPARTMENTS Etc ., 


REGIONAL DIRECTOR OF 
MEDICAL AND HEALTH SERVICES , 

RAJAMAHENDRAVARAM , ZONE - II 


BRANCH || (NURSING ) - Smt. B . VIJAYARANI, STAFF NURSE , DIST. HOSPITAL , 

MACHILIPATNAM , KRISHNA DISTRICT - UNAUTHORISEDLY STAYED AWAY 
FROM DUTY w . e . f. 25 .01. 2003 - DEEMED TO HAVE REMOVED FROM 
SERVICE - PUBLISHED IN A . P . GAZETTE AS “ 25 .01. 2013 ” INSTEAD OF 
25 .01. 2003 - ERRATA ISSUED . 


Ref : 1. This office Rc .No . 1168 /R2A / 2003 , Dt: 11 .06 . 2019 . 

2 . A . P . Gazette Part II Miscellaneous notifications of interest to the Public 

Dated : 17 . 06 . 2019 . 


* * * 


Rc.No . 1168 /R2A / 2003, - The following errata is issued to the proceedings 
1st read above . 


For 


Read as 


The figure as “ 25 .01.2003” 


The figures “ 25 .01. 2013" 
Occurring in line 3 of last 
Para of the reference 1st cited . 


Dr. S . VANISRI, 

Regional Director of 
Medical & Health Services, Zone - ll, 

Rajamahendravaram . 


Dated : 08 -08 - 2019 . 
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